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ACTION ARA-14 

INFO OCT-OI ISO-00 EB-07 OC-06 CCO-00 OES-07 PA-02 
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FM AMEMBASSY GEORGETOWN 
TO SECSTATE WASHDC 4937 

UNCLAS GEORGETOWN 1557 

E.O. 1 1652: N/A 

TAGS: ENRG, ECON, GY 

SUBJECT: POWER CUT IN GEORGETOWN 

MOST OF GEORGETOWN WAS WITHOUT POWER AETERNOON AND 
EVENING OF JULY 17 FOR PERIODS OF 6-9 HOURS BECAUSE 
POWER PLANTS SIMPLY RAN OUT OF FUEL. FUEL SHIPMENT 
OUT OF PORT-OF-SPAIN HAD BEEN DELAYED FOR SEVERAL DAYS, 

BUT WAS DUE NIGHT OF JULY 17, ACCORDING TO A REPRESENTATIVE 
OF THE KINGSTON POWER STATION. BOAT CARRYING FUEL 
REPORTEDLY ARRIVED AT 7.45 P.M. AND POWER WAS RESTORED IN MOST 
AREAS BY 1 1.00 P.M. NO EURTHER CUTS ARE REPORTED THROUGH 
MIDDAY, JULY 18. 
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Subject: POWER CUT IN GEORGETOWN MOST OF GEORGETOWN WAS WITHOUT POWER AFTERNOON AND EVENING OF JULY 17 FOR 

PERIODS OF 6-9 HOURS BECAUS 
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